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How creative use of Architectural Terra C 
helps solve challenging design problemp.H.A. &F.C, KING 














Versatility of Architectural Terra Cotta 


Simplifies religious interpretation 


Few types of major buildings present such creative 
challenges as churches. For, in houses of worship, 
functional design and religious interpretation must 
be merged with dignity. Architectural Terra Cotta 
—one of today’s most versatile building materials— 
gives you unrestricted choice of form, color and 
texture. Interiors or exteriors, plain surfaces, poly- 
chrome panels or sculpture — you can simplify any 
design problem through the specification of 
Architectural Terra Cotta. 


Federal Seaboard custom-makes Architectural Terra 
Cotta in units large or small to your precise speci- 
fications. Special trim, rose windows, or sculpture 
groups can be tailored to each individual need. Since 
you may choose any color or combination of colors, 








ST. STEPHEN’S CHURCH 
PERTH AMBOY, NEW JERSEY 


Trim of Architectural 
Terra Cotta is gray, 
unglazed. 


ST. JOSEPH’S CHURCH 
PARAMUS, NEW JERSEY 


Ricker and Axt—Architect 
Romagnino Constr. Co.—Builder 


Extensive trim is white, 
unglazed Architectural 
‘ Terra Cotta. 




















CROSS SECTION OF DOME 











D Q M ) S CROSS SECTION OF RIB 


designed to inspire, with individuality and color. 
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Architectural Terra Cotta can be combined impres- 
sively with other materials. 


Versatility, appearance, quality, price and perma- 
nence are not the only advantages of Architectural 
Terra Cotta. Still another is minimum maintenance. 
Only soap-and-water washings are required to retain 
the original richness and colorful beauty indefinitely. 


Whatever your special requirements, you are invited 
to write or phone us. On the back of this brochure, our 
“Service to Architectural Organizations” is outlined. 


FEDERAL SEABOARD TERRA COTTA CORPORATION 


oe 10 East 40th Street * New York 16, N. Y. 
dad T a Plant at Perth Amboy, New Jersey 
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CATHEDRAL OF THE SACRED HEART ROSA COPLON JEWISH HOME 
NEWARK, NEW JERSEY BUFFALO, NEW YORK. Spandrels and entrance facade are gray- 
One of many ‘rose windows Milton Milstein—A rchitect green Architectural Terra Cotta units, 


22” x 24” x 2”, Decorative sculpture is buff 


of Architectural Terra Cotta Metzger Construction Company—Builder unglazed to harmonize with the brick. 


produced by Federal Seaboard. 














ORATORIUM OF 
ROMAN CATHOLIC 
SCHOOL 


HUNTINGTON, 
LONG ISLAND, N. Y. 


Suzanne Nicolas— 
Sculptor 


6’ figures are unglazed 
red Terra Cotta in 
high relief. Above— 
Saint Patrick; to the 
left, Madonna and 
school-aged Jesus. 









JEWISH CENTER 


METUCHEN, 
NEW JERSEY 


Levy and 
Scheingarten— 
Architects 


Gordon Construction 
—Builders 


9’ x 9’ sculptured 
Architectural 
Terra Cotta panel 
in polychrome 
colors. 


HOLY GHOST 
CONVENT 


PROVIDENCE, 
RHODE ISLAND 


Oresto Di Saia— 
Architect 


The Hope Bldg. Co., 
Inc.—Builders 


Bishop’s Seal is 
Architectural 
Terra Cotta in 
glazed poly- 
chrome. 








RELIGIOUS BUILDINGS — SCHO OLS 


For educational institutions ranging from parochial 
and Sunday Schools to great universities, you'll find 
Architectural Terra Cotta specified widely. Not only is 
it used for sculptured religious motifs, but it provides 
a colorful, durable facing for entrances, vestibules, 
corridors and classrooms. Here, where constant cleanli- 
ness is vital, Architectural Terra Cotta’s soap-and- 
water maintenance assures spotless, more sanitary 
walls. The fire-hardened glazed surface will retain its 
original richness and color while it serves generation 
after generation. Yet the price of Architectural Terra 
Cotta is less than you’d expect for a building product 
of such enduring beauty. 
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SERVICE to Architectural Organizations 


If you would like additional facts on how 
Architectural Terra Cotta or Ceramic Veneer 
can help you solve unusual design problems, 


write or phone us today. FEDERAL 


The Federal Seaboard engineering department 
is available to you from the initial planning S EA B 0 A R D 


stages through drafting and construction. 
Advice on preliminary sketches, as well as T ERRA C OTTA 


construction detail, data, color samples and 
estimates, will be furnished promptly. There c 0 R P 0 R A T 0 N 


is no charge for this service. 10 East 40th Street » New York 16, N. Y. 
Plant at Perth Amboy, New Jersey 
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ASSOCIATION 
FOR 
PRESERVATION 
TECHNOLOGY, 
INTERNATIONAL 


www.apti.org 


BUILDING 
TECHNOLOGY 
HERITAGE 
LIBRARY 


https://archive.org/details/buildingtechnologyheritagelibrary 


From the collection of: 


NATIONAL 
BUILDING 
ARTS 
CENTER 


http://web.nationalbuildingarts.org 


